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Hie Ceskomoravska Kolben Danek plant in Chocen manufactures various tyocc 
of refrigerators, about Co percent of which arc exported to the USSIl.* 
oiioi'tly after ijorld .Jar H this plant, riiich at that the manufactured only 
jowol sports planes, became pait of ICT IJational Cor: -oration, flic manufacture 
°5 ro ^ ra -eCrators was be pun at that time, and in tlie reorganisation 

ol XSOO Jae section of the plant producing refrigerators was separated from 
ttie rest of the factory and subordinated to CKD, Pi-sguc-Liben. 'it the nr- cent 
ul:ie » uile two mutually independent plants, occupy the same plant cite in 
Chocen. The CKD plant employs about 600 workers, including about 60 wo.*n. 
TnejeLant mama; cr is faltys, about 50 years old, a Comunist. His deput— 
is /rantisck Ctajner, about 1»0 years old, a Communist. The workshop mili tia 
numbers about 35 men, armed with rifles. This militia serves the shops botn 
of OKI) and LLT* 

In ■ itU ch 19ml the prototype and production Y flans for a nevr refrigerator v/cre 
received by the Chocen plant from CKi>-Sokolovo in Prague. Production of 
parts of this refrigerator was begun in April. ; total of 20 complete refri- 
eratora were produced during April and Hay 1251. The production cost of 
one refrigerator was a! out 500,000 Kco. All parts c::ceot the electric motors 
and some forgings tern produced at the Choccn plant. Russian insncctow 
tne plant non only to accept the items for export to the USS?l. 

A snail number of Sokol planes are still produced by the LT.T -lant„ it ± s 
future** li!3C3y ^ t,h:C prorluctLon nm bc ccn-letcly halted in tbr near 
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Tliic report confirms information on the Iho non plant 


At Amchncntn s 


I Situation -lent of the CIO and KIT plants in Choccn 
II Layout plan of the CHD and LIT plants in Choccn, with ':cy 
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